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PLEMJft CMLES TO THE NORTHWEST TELEPHOME 
CUKCT WD VERTICALLY IP TD^ THE U^h 
FLOOR CLOSET TO SERVE CANTOR FITZGERALD 
COMPANY. SEE DRAVXM3 T2 FOR CONTINUATION 
OF CABLE ROUTE INTO TENANT SPACE. 
SfmS^ #6 FOR CASLE SPECIFICATIONS 
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Q&CTSL NOTES: 

1. SEE AASTER NOTES t SHEET AA ) FOR ADDITIONAL INFORMATION 

2. ALL PENETRATIONS THROUGH FIRE RATED CONSTRUCTION SHALL 
BE SLEEVED FIRE SEALED AND PATCHED . 

3. ALL PENETRATIONS THROUGH NGN -FIRE RATED OBSTRUCTIONS 
SHALL BE SLEEVED PATCHED AND SEALED TO AATCH EXISTING. 
THIS IS A OIAGRAAAATIC GRAVING AMD SHALL NOT BE USED 
FOR PRECISE AEASLFEAENT5 

5. ALL WORK SHALL CCfrFORA TO NECA. LOCAL. STATE. AND 
PORT AUTHORITY REQUIREMENTS 

6. NEW CABLES SHALL BE PLENUA, 2A AVG SOLID CO-CUCTOR. AS 

AAHFACTURED sy gnvc aamfactu?ing or approved equal. 

NUAfiER OF CABLES AND PRODUCT CODE ARE AS FOLLOWS: 
\21 2i8l-B06Q-Ri8M FOR 6 PAIR CABLES 
I J J 2lfli-B25D-Ri!»fiS FCR 25 PAIR CABLE 
I I 3 2i01-BS8D-RlBB0 FDR SB PAIR CABLE 
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EXISTING AETRCF^ITAN FI9GR .fYSTEAS . INC 
l/VSl JUNCTION BOX A«3 COVUUIT ABOVE 
EXISTING SUSPENDED CEILING 
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CABLES FROA EXISTING ftFS EQUIPMENT 
ROOA TO THE NORTHWEST mEFHQJC 
n ncrr USING EXISTING ftFS CONDUIT 
ABOVE SUSPEMDED CEILING i TYP ) 
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ONE WORLD TRADE CENTER 

THE CANTOR FITZGERALD SECURITIES CO. 
80th FLOOR CORE PLAN - CABLE ROUTES 
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FILENAAE: P254T1 


SHEET NO. 



KIEWIT NETWORK TECHNOLOGIES. INC. 


JITVE. 


AETROPOLITAN FIBER SYSTEAS 
WORLD TRADE CENTER - TOVER A 
CABLE ROUTES 


CRAVING NO. 

07-012-1VT-P2-56-T1 PHASE 2 
ThE CANTOR FITZGERALD CO. 


I NFORAAT I ON ON THIS DOCUAENT IS 
PROPRIETARY AND SHALL NOT BE 
USED. COPIED. REPRODUCED OR 
DISCLOSED IN VHOLE OR IN PART 
VITHOTT WRITTEN CONSENT OF KNT 


SCALE 


SIZE 


i/e- - i ■ 0 


ORIGIN] 


AL A. 


DATE 


B/24/92 


DRAWN 


AL A. 


DATE 


B/24/S2 


APPROVEC 


ALA. 


DATE 


